II 24 Hrs  ETA.
I! 24 Hrs  ETD
II
tl
I!
2-Ul-oo 3-01-86
II Gross  crane  hours
II Crane number
I!             8
11          9
II
II
11 Delays  due  to  ship
Lashings Meal -  Breaks See  remarks
Gross hours 8:40 7:14
15:54       Total
0:21 1:00 1:40
3:01      Total
II Discharged
ll Loaded
II  Shifted
11 Hatches
ll  Stacking  frames
II Non-standard
216
109
0
26 0 0
351      total
